ATLAS B 


Ground Recessed Floodlight with a Choice 
of Symmetric or Asymmetric Reflector 


(OPAC EFL 


Type: 


A choice of symmetric or asymmetric (AS) reflector. See product 
names in description table. 


Square stainless steel frame with tempered glass. See option list 
(SQUARE) 


A range of ground recessed floodlights with a choice of symmetric or asymmetric reflector. IP67 - water and dust protection for 
use in adverse conditions. 


Specification: 


Symmetric or asymmetric reflector is made of matted anodized aluminium. 

Body in aluminium in dark grey finish and recessed housing in polypropylene. 

Tempered glass cover with anti-ageing silicone gasket and stainless steel ring gives IP67 protection. 
Luminaire is plastic-wrapped and boxed individually. 


Installation: 


Suitable for recessed mounting in any horizontal surface. Gravel must be used to ensure efficient drainage, 300 mm in depth 
and around. 


Application: 


Outdoor. Efficient floodlight for building facades, statues, sculptures, etc. 


Recessed housing is used for easy access and service of floodlight during all life time. 
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Symmetric reflector positioned at angle suitable for wall illumination applications. See option list (ANGLE). 


Louver is used to direct light and prevent from blinding effect. See option list (LOUVER). 


Symmetric moveable reflector is available on request (MOVE). 


Domed with single window (COVER1) Domed with twin window (COVER2) Domed with twelve window (COVER12) 


331 


Lamp (W) and Light distribution Overall dimensions Total wattage, 


Weight, kg 


holder (LxWxH), mm Ww 
Atlas B 135 N78 1x35 W(G12) symmetric @258x370 5,7 44 
Atlas B 170 N79 1x70 W(G12) symmetric @258x370 5,7 83,5 
Atlas B 1150 N80 1x150 W(G12) symmetric 258x370 6,3 168 
Atlas B 170 N79 AS 1x70 W(Rx7s) asymmetric 258x370 5,7 83,5 
Atlas B 1150 N80 AS 1x150 W(Rx7s) asymmetric 258x370 6,3 168 
Atlas B 135 N78 SQUARE 1x35 W(G12) symmetric @258x370 5,7 44 
Atlas B 170 N79 SQUARE 1x70 W(G12) symmetric @258x370 5,7 83,5 
Atlas B 1150 N80 SQUARE 1x150 W(G12) symmetric @258x370 6,3 168 
Atlas B 170 N79 AS SQUARE 1x70 W(Rx7s) asymmetric 258x370 5,7 83,5 
Atlas B 1150 N80 AS SQUARE 1x150 W(Rx7s) asymmetric @258x370 6,3 168 
Atlas B 135 N78 ANGLE 1x35 W(G12) symmetric @258x450 5,7 44 
Atlas B 170 N79 ANGLE 1x70 W(G12) symmetric @258x450 5,7 83,5 
Atlas B 1150 N80 ANGLE 1x150 W(G12) symmetric @258x450 6,3 168 
Atlas B 135 N78 MOVE 1x35 W(G12) symmetric @258x370 5,7 44 
Atlas B 170 N79 MOVE 1x70 W(G12) symmetric 258x370 5,7 83,5 
Atlas B 1150 N80 MOVE 1x150 W(G12) symmetric @258x370 6,3 168 
Atlas B 135 N78 LOUVER 1x35 W(G12) symmetric 258x480 5,7 44 
Atlas B 170 N79 LOUVER 1x70 W(G12) symmetric @258x480 5,7 83,5 
Atlas B 1150 N80 LOUVER 1x150 W(G12) symmetric 258x480 6,3 168 
Atlas B 135 N78 COVER1 1x35 W(G12) symmetric @258x400 5,7 44 
Atlas B 170 N79 COVER1 1x70 W(G12) symmetric 258x400 5,7 83,5 
Atlas B 1150 N80 COVER1 1x150 W(G12) symmetric @258x400 6,3 168 
Atlas B 135 N78 COVER2 1x35 W(G12) symmetric 258x400 5,7 44 
Atlas B 170 N79 COVER2 1x70 W(G12) symmetric @258x400 5,7 83,5 
Atlas B 1150 N80 COVER2 1x150 W(G12) symmetric @258x400 6,3 168 
Atlas B 135 N78 COVER12 1x35 W(G12) symmetric @258x400 5,7 44 
Atlas B 170 N79 COVER12 1x70 W(G12) symmetric @258x400 5,7 83,5 
Atlas B 1150 N80 COVER12 1x150 W(G12) symmetric @258x400 6,3 168 
Options available on request: ATLAS B 170 N79 AS 
SQUARE- Square stainless steel frame e a ( ace et e 
AS- Asymmetric reflector a 
LOUVER- Louver to prevent from blinding effect 
MOVE- Symmetric moveable reflector P 
COVER1- Dome with single window ae ae Ñ u 
COVER2- Dome with double window / x \ 
COVER12- Dome with twelve window | || 
TIM- Timed ignitor m | a | ~ 
105° Ne, 10! 
cdjkim n= 52% 
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